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KETTON  RURAL  DISTRICT. 

Public  Health  Officers  of  the  Authority  ; - 

Medical  Officer  of  Health:-  V/.  Anley  Hawes,  M.B.  , B.  3.  , D.P.H. 

Part  Time  Bond, 

Sanitary  Inspector  ; - L.  J.  Roll.  A.R.San.I.,  Cert.S.I.B 


To  the  Chairman  and  Members  of  the  Ketton  Rural  District  Council® 
Gentlemen, 

I have  the  honour  to  present  my  annual  report  and  that 
of  the  Surveyor  and  Sanitary  Inspector  for  the  year  i950* 

For  the  second  year  in  succession  the  Infantile 
Mortality  rate  is  nil  ns  compared  with  29.8  for  England  and 
Wales , no  child  under  1 year  of  age  having  died.  The  birth  rate 
of  19.5  is  well  above  the  overage  for  the  whole  country  15*8 
and  the  death  rate  is  lower.  With  th.6  exception  oi  measles  66, 
the  notifications  of  infectious  diseases  have  been  low.  No  cases 
of  diphtheria  were  reported.  One  new  case  only  of  respiratory 
tuberculosis  was  notified. 

12  Council  Houses  were  completed  at  Ryhall  and  12  we-rer 
in  the  course  of  erection  in  this  village  and  4 at  Pickworth. 

The  second  bore  hole  was  sunk  at  Ryhall  and  a satis- 
factory sample  of  water  obtained  - the  piped  supply  for  the 
Ryhall  group  of  villages  should  therefore  be  completed  in  1951  <> 
Ketton  water  supply  has  been  adequate  ip  quality  and 
quantity.  Plana  were  prepared  for  the  much  needed  collection 
and  disposal  of  night  coil  by  council  employees;  the  scheme  when 
operating  will  be  a great  step  forward  from  the  ■ ublic  Health 
point  of  view, 

I have  the  honour  to  be , 

Yours  obedient  Servant, 

W.  Anley  Hawes, 

Medical  Officer  of  Health. 

STATISTICS. 

SECTION  A. 

Area  .16,549 


Population  2973 

Number  of  Inhabited  Houses  ...........  876 

Rateable  Value  £11,685 

Sum  represented  b^  Penny  &ate... £46. 


» 


SOCIAL  CONDITIONS. 


The  chief  industry  is  agriculture.  Other  employment  is 
provided  by  Cement  Works , Agricultural  Machinery  Works  and 
Quarries, 

VITAL  STATISTICS. 

M.  F*  Total. 

LIVE  BIRTHS.  30.  28.  58. 

Legitimate  30  28 

Illegitimate  0 0 

Rate  per  1000  estimated  population  19«5 

Corresponding  rate  for  England  and  Wales  . 13* 8 

STILL  BIRTHS. 

Legitimate  1 1 

Illegitimate 

Rate  per  1000  estimate  population 0. 67 

Corresponding  rate  for  England  and  Wales  ^.37 

DEATHS. 

Number  of  Deaths  23  21  44 

Death  Rate  per  1000  estimated  population  10.4 

Corresponding  rate  for  England  and  Wales  .....................  11. 6 

MATERNAL  DEATHS. 

Deaths  f roroPuerperal  Sepsis  Nil. 

Deaths  from  other  Maternity  causes Nil. 

INFANTILE  MORTALITY  RaTK. 

Death  Rate  of  Infants  under  1 year  of  age 

All  Infants  per  1000  live  births Nil 

Legitimate  Infants  live  births  Nil 

Illegitimate  Infants  live  births Nil 

Corresponding  Rate  for  England  and  Wales  29.8 
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I NTERNAT I ONAL  STJST I ST  I CAL  CLASOIFIC-  .TICK  OF  D I SEA  3E  S 


INJURIES  AND  C.  JJ3ES  OF  DEATHS* 

Male 

Female 

Tuberculosis  Respiratory 

1 

0 

Tuberculosis  ( other  forms) 

0 

0 

Syphilitic  Diseases 

9 

0 

Diphtheria 

0 

0 

Whooping  Cough 

0 

0 

Miningococcal  Infections 

0 

s 

Acute  Poliomyelitis 

0 

0 

Measles 

0 

0 

Other  infective  Parasitic  Diseases 

0 

1 

Malignant  neoplasm  of  Stomach 

0 

1 

Malignant  Neoplasm  of  lung,  bronchus 

1 

0 

Malignant  Neoplasm  of  breast 

0 

0 

Malignant  Neoplasm  of  uterus 

0 

0 

Other  malignant  & Lymphatic  neoplasms 

0 

0 

Leukaemia,  Aleukaemia 

0 

0 

Diabetes 

0 

0 

Vascular  lesions  of  nervous  system 

0 

2 

Coronary  Disease  Angina 

5 

3 

Hypertension  with  heart  disease 

Q 

1 

Other  heart  diseases 

7 

5 

Other  circulatory  diseases 

0 

0 

Influenza 

1 

0 

Pneumonia 

0 

- 1 

Bronchitis 

2 

1 

Other  Diseases  Respiratory  system 

1 

0 

Ulcer  of  Stomach,  duodenum 

1 

0 

Gastritis,  Enteritis  and  diarrhoea 

0 

0 

Nephritis  & Nephrosis 

0 

0 

Hyperlasia  of  Prostate 

0 

0 

Pregnancy  childbirth  abortion 

0 

0 

Congenital  Malformations 

0 

0 

Other  Defined  & ill  defined  Diseases 

2 

1 

Motor  vehicle  accidents 

0 

0 

All  other  accidents 

1 

Suicide 

1 

1 

Homicid  & operations  of  war 

0 

0 

23 

21 

/iN#X§5fe8S.CASBS  0F  INFECTI0US 

DISEASES  AND  DE-.TI 

IS 

Total 

Cases 

Cases 

..idmitted  to 

Total 

Notified 

Hospital. 

Deaths. 

Scarlet  Fever  4 

- 

- 

Pneumonia  9 

4 

1 

Poliomyelitis  1 

1 

- 

Measles  66 

- 

- 

Whooping  Cough  8 

— 

Total  88 

5 

1 

3. 
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AGE  DISTRIBUTION  0. 


^IL-l^iAEiED  IDEE CT I PITS  DISEASE S . 


Scarlet  ^ever* 

Whooping  Gough, 

Diphtheria. 

Measles . 

Pneumonia. 

Acute  Polbmyelit is . 

tu: 


Ketton 

P.D. 

England 

and 

Wales • 

1.3 

1.50. 

2.6 

3.60. 

0 

0.02. 

22.1 

8.39. 

3.0 

0.70. 

0.3 

0.18. 

EHCUIOSIS. 


35-45 

45-55 

55-65 


Deaths  during  1950. 

Dew  Cases  during  1950. 

rulrnor 

lary 

1 Don-Pulmonary 

| Pulmonary 

Don -Pulmonary, 

M. 

E. 

M. 

F, 

M. 

F. 

M. 

•*  f i 

1 

- 

: 1 

1 

- 

- 

1 

_nJ 

- 

— 7 — 

1 

_ _ . " , 

«• 

[ 

Total 


FACTORY  ACT  1937  and  19U8. 

ANNUAL  REPORT  OF  THE  MEDICAL  OFFICiiR  OF  HE.JjTH  FOR  1950. 

1.  INSPECTIONS  for  purposes  as  to  health  ( including 
inspections  made  by  Sanitary  Inspector.) 


Number 

Numbers  of 

Premises . 

on 

Register 

Inspec- 

tions. 

1 . Britton 

Notices 

Occuoiors 
, Prosecuted 

( i)  Factories  in  which  secJ 
tione  1,2, 3,4,  & 6 aro 
to  he  enforced  by  Local 
Authorities. 

7 

7 

(ii)  Factories  not  included 
in  (i)  in  which  Soctior 
7 is  enforced  by  tho 
Local  Authority. 

!• 

IS 

6 

(iii)Othor  Promisee  in  vvhicl 
Section  7 is  enforced 
by  tho  Local  Authority 
(excluding  out-workers’ 
premises) 

CO 

13 

" 

- 

CASES  IF  WHICH  DEFECTS  WEED  FOUND. 

(If  dofocts  arc  discovered  at  tho  promisee  on  two, 
throe  or  more  separate  occasions  they  should  ho 
reckoned  as  two,  three  or  more-  " oases” ) 


Number  of  oases  in  which 
defects  were  found. 

Number 
of  cases 
in  which 
prosec- 
utions 
were  in- 
stituted 

Part ic ul are . 

Found 

Reme- 

died. 

Refer 

To  H.M. 
Inspec- 
tor 

red 

3y  H.m. 

Ins rec- 
tor . 

Want  of  Cleanliness. 

mm 

Overcrowding.  (S£) 

mm 

_ 

mm 

— 

Unreasonable  temperature. 

mm 

_ 

mm 

— 

- 

Inadequate  ventilation 

mm 

_ 

m. 

— 

- 

Ineffective  drainage  of 

floors. 

mm 

mm 

- 

Sanitary  Conveniences 

(a)  insufficient 

mm 

mm 

- 

- 

(b)  unsuitable  o .2 

defective. 

mm 

mm 

.. 

- 

- 

(c)  not  separate  for  sexes 

mm 

mm 

— 

— 

- 

Other  offences  against  tho 

Act  (not  including  offence! 

\ 

relating  to  outwork) 

- 

~ 

- 

“ 

Total 

- 

“ 

- 

- 

5 


"r  ’iff. 


GENERAL  PROVISIONS  OP  HEilLTH  SERVICES  IN  THE  AKE/1, 

Laboratory  Facilities,,  ~ 

Provision  for  the  bacteriological  analysis  of  milk,  water 
and  pathological  specimens  is  made  by  the  Public  Health  Emergency 
Laboratory  at  the  Memorial  Hospital,  Peterborough,  under  Dr,  D.H, 
Pulton. 


Ambulance  Facilities. 

The  ambulance  service  is  provided  by  th'.  3t,  John  yjribulsnce 
Brigade,  Stamford,  on  behalf  of  and  under  the  coiitrol  of  the 
Rutland  County  Council,  This  service  has  operated  smoothly  and  wel! 

Infectious  Disease  cases  are  conveyed  by  ambulances  of  the 
Rutland  County  Council, 

Nursing  in  the  HOME, 

Provided  by  the  County  Council  under  the  National  Health 
Service, 


GENERAL  HO  SP  IT/ A 3, 


Acute  and  Maternity  admissions  to 

Stamford  & Rutland  Hospital  under  No,  *2  /.rea, 
Peterborough  Hospital  Management  Coirjmittee  of  the 
East  Anglian  Regional  Hospital  Board, 

Chronic  & long  Term  Illnesc  to  either 
St,  George's  Hospital,  Stamford,  or 
The  Ashes,  Oakham 

Isolation  Hospital, 

Infectious  cases  are*  admitted  to  the  Peterborough  Isolation 
Hospital  under  the  Peterborough  Hospital  Management  Committee. 

Treatment  Centres  end  Clinics. 

(a)  Provided  by  the  County  Council 

Child  Welfare,  Ketton  - twice  monthly. 


Children  also  attend  the  Kesteven  County  Council  Child  Welfare 
Clinic,  Barii  Kill,  House , Stamford,  weekly  on  Fridays  2-4  p,nu 

Diphtheria  Immunisation  is  provided  under  the  General  Medical 
Practitioner  Service  of  the  Rutland  County  Council  and  also  at 
Barn  Kill  Clinic,  Stamford,  under  the  Kesteven  County  Council, 


fb)  Provided  by  the  Regional  Hospital  Board 

Weekly  clinic  - Tuesdays  from  9-30  a.m. 


Tutu  roulosis. 


Stamford  & Rutland  Hospital,  Stamford, 
Under  Dr,  C,  Bernard  Royce,  Consulting 
Chest  Physician,  Peterborough 
Group  of  Hospitals, 


6 


...  >:  .tr?  ' 7 . : >'J y 

.•  nv  t L inr  "to  o i l y;  1 r: r i ,:»o s. ',..,0 .C o •:  - 
ot  fcffr‘-  :;Mj  v,0  • * : 

• rnl  *i . >J)Wf  , f 


;)u.f>xsjdrLi  iu‘. ol.  . j J iiv'  vc' 
/ O’j.J'f  v-  .>  : i'7  'c.Mon 

^IrfJoon'n  j>;.3  ;•* 

‘.'/.'j  .0  •'  • 


n j i I ; .r’ur  •.(.  Iwiv^v 


J.  A ' 

• j'l  I 

j.V" 


D(- 


■ r r '• 


. • rocs’*/ 


SANITARY  C IRCUITSTANCES  0?  TBTC  AREA 


Water . 

The  pipod  supply  for  Kctton  has  boon  adequate  in  quantity 
and  quality.  Samplos  arc  taken  regularly  by  the  Sanitary 
Inspector  and  sent  to  the  Public  Health  Laboratory,  Peterborough. 

Progress  has  b.on  made  for  the  piped  supply  for  the  Ryhall 
group  of  villages,  Ryhall,  Bolmisthorpw , Esecndinc,  Great  and 
Little  Cast^rton.  A second  bore  hole  has  been  sunk  and 
satisfactory  samples  of  water  obtained  on  analysis.  Those 
villages  should  all  be  connected  up  to  tlu  main  supply  in  the 
reasonably  near  future. 

Chemical  Analysis. 

Now  Boro,  Ryhall. 

Parts  p^r 


100,000 

Nitrogen,  Amraoniacal  ... 

• • • • • • 

0*002 

" Albuminoid  ... 

• • • • • • 

0.001 

,f  Nitrous  ... 

• • • • • • 

none 

" Nitric 

• • # • • • 

0.318 

Oxygen  Absorbed  in  15  min. 

• • • • • • 

0.008 

" " » 4 hrs 

• • • • • • 

0.028 

Chlorine  .... 

• 1 1 ft  • • 

2.70 

,r  expressed  as  sodium 

chloride  . 

4.46 

Total  solid  Matter,  dried 

at  100°C  .. 

55  .0 

Hardness,  Temporary  ... 

» ft  • • • • 

22 . 25 

” Permanent  ... 

• ♦ • ft  • ft 

13.50 

Metals  (copper,  lead,  iron 

, zinc ) ... 

none 

Number  of  organisms  p^.r  c. 

c . capable 

of  growing  on  standard  a; 

gar 

in  3 days  at  22°C 

• • • » • ft  « 

32 

in  2 days  at  37 °C  . 

• • • • • • 

2 

B.  Coli  Communis,  Presumptive  Test 

50 

c.cs.  ... 

negative 

5 x 10  c.cs.  ... 

negative 

5x1 

c.cs.  ... 

negative 

This  water  in  its  present  condition  isaiitablo  for  all 
dietetic  purposes. 
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Estimated 
mains,  dot 


number  of  dwelling  houses  supplied  from 
ails  supplied  by  the  Sanitarv  Inspector: 


publ ic 


(a)  Direct 
to 

Ho us  o , 

Population 
represented . 

(b)  By  Stand- 
pipes . 

Population 

roprosentod. 

Cl  IP  SHALT 

- 

33 

99 

ESSENDINH 

26 

CO 

c- 

31 

93 

GT.  CASTPPT,rW 

4 

12 

67 

201 

EETTON 

298 

894 

38 

114 

IT.  CAS TIPTON 

7 

21 

42 

126 

PICEWPPTH 

8 

24 

20 

60 

HYHAIJ. 

15 

45 

183 

585 

TIF.YE11 

TIXOYEP 

L 

33 

99 

35 

105 

1 L 

17 

51 

PPEY^IElTCr 


01;  AND  CONTROL  OVTP  INFECTIOUS  AND  0T1TP  DISEASES 


As  recorded  earl  i.  r in  this  report  the 
severity  of  infectious  disuse e have  teen 
during  the  y^ar  and  below  average  for 
whole.  No  cases  of  diphtheria  hay 
~ minor  epidemic  of  measles 
from  complications. 


the 
c been 
occurred,  thor 


incidence  and 
extremely  low 
Countiy  as  a 
repo rt*.  d . 
e we no  deaths 


Tub ere nl os  is  * 


Ono  now  case  only  of  respirator 
reported  and  there  was  ono  death  f 


y tuber col os 
rom  this  dis 


is  was 

ease  • 


Patients 
under  Dr.  C 


attend  the  Stamford  Hospital 
Bernard  Boyce. 


Chest  Clinic 


Statistics  dealing  with  Housing,  Moat 
arc  detailed  in  the  Sanitary  Inspector's 


& Pood  Inspections 
Bopor t . 


August,  1951 


KETTON  W3'S  district  council 


3 NIT'.HY  INSPECTOR'S  ANNU/J.  REPORT  FOB  THE  YT  .R  1950. 
for  incorporat ion  in  the  Annual  Report  of  the  tlidical  0 fic^r  of  Health , 

TIHJIIR  ST  TIMM  OP  INSPECTIONS. 


Housing  85 

Meat  & Pood.  43 

Factories  13 

Wat<.r  SupolicE  109 

Ref  us-.  Disposal  30 

Building  90 

Infectious  Die*,  as*. s 13 

Miscellaneous  249 

Total  632 

roTicrs  served. 

Issue d Com-pliwd  with 

Informal  5 5 


Statutory 

INFECTIOUS  PISE  SES  :.'F0  DISINFECTION. 

Terminal  disinfection  has  tkvn  carried  out  in  respect  of  the 
under-mentioned  cores  of  infections  diseases  in  th..  P rish-s  men- 
tioned: - 

DISEASE RYH1IT. TIIWEIL  LITTIE  C STERTON 


Scarlet  Fever.  2 

Poliomyelitis 

Other  Diseases  1 


1 


DISINFESTATION. 

One  housv_  infest jd  with  fl^ases  was  disinfested  in  the  Parish 
of  Tinwcll. 

H^USIITG  INSPECT  ION. 


No  . of  visits . 85 

No.  of  houses  inspected  71 

No.  of  houses  inspected  and  recorded  54 

No.  of  inspections  made  for  tin.  purpose  88 

No.  of  houses  found  unfit  for  habitation  7 

No.  of  houses  no  in  all  respects  fit  35 

Remedy  of  defects. 

No.  of  houses  repaired  as  a result  of  informal  action.  5 

No.  repaired  as  a result  of  action  under  Sec.  9 Housing  -ct  f 1936  Lai 
No.  of  houses  closed  as  result  of  action  under  See.  11 

Housing  ~ct,  1936.  3 

No.  of  new  eases  of  overcrowding  discovered  2 

No.  of  cases  of  overcrowding  abated  2 

Proceedings  unfly r Public  Health  .lets. 

No.  of  houses  repair  d as  a result  of  Magistrates  Nuisance 

Order. 


5 


NEW  H7IIJOTGS. 


and  27 
k erected  'lt 


29  Plans  were  deposited  under  the  Building  Byelaw* 
wore  approved  including:  Plans  for  £ new  houses' to  be  orcu,.  u 
private  enterprise  and  conversion  of  a building  into  2 housing 
units.  12  Council  Houses  Wv re  completed  at  Ryhi.ll  during  + x 
and  in  more  werj  in  cours  : of  erection  in  the  some  Parish  ''toetiber 
with  4 at  Pickworth.  4 houses  were  erected  by  privat  ont-T-r- 
in  the  Parishes  of  Tinwcll  (2)  Ryhall  (l)  and  I-ittle  Caatc'rton' ' ( 

On^  unauthorised  build  in?  was  ordered  to  be  demolished  md  - 
has  since  been  done. 

BUIIPIHG  LIOUUSIUG. 

. Ei£ht  Building  Licences  were  issued  dur in?  the  vear  and  it  is 
again  necessary  to  record  that  the  very  restricted  licence  nuota 
hi.s  badly  hampered  both  new  building  and  works  of  repair. 

mbit  ltd  hoods. 

The  thro^  licensed  slaughter-houses  continue  to  be  us^d  onlv 
for  occasional  emergency  slaughter  and  for  the  slaughter  of 
pnvate  bacon  pigs.  It  has  not  been  necessary  to  condemn  nnv 
rood  as  unnt  for  human  consumption  during  the  "ear. 

Two  shops  in  the  Parishes  of  Zotton  and  Ryhall  have  been 
licensed  for  the  sale  of  pre-packed  ice  cream  during  the  year 
out  tne-r e arc  no  other  changes,  in  the  Registers  to  record'. 

P-  -CTORILS . 

number  of  promises  on  the  Register  remains  unchanged, 
it  nas  not  been  ncccsearv  to  serve  any  notices  for  infringements 
of  the  Factories  Act  during  the  year. 

WAT UR  SUPPLIES. 

. the  year  the  second  boro-hole  at  Ryhall  was  sunk  and 

a s ;ffl  R -rom  this  submitted  for  chemical  analysis  was  reuorted 
™o^S±aCt?r^  e ‘iS  Prc Timinary  to  the  main  scheme  a section  of 
v+S.1Jld  to  ®crvc  thc  24  new  Council  Houses  at  Ryhall  and 
b ought  into  use  by  means  of  a temporary  overhead  supply  tank. 

The  supply  at  Kc tt o n continued  to  be  satisfactory  and  the 
r °f’irinj  0-f  Ttas  given  no  further  trouble.  Regular  samples  from 
, . . W(?  I?'9,11?  supplies  at  Zetton  and  Ryhall  have  been  submitted  for 

erio  ogical  examination  and  the  results  are  summarised  below. 

TYPe  OR  l.T-R  HO  OF  SiMPlUS.  SATISFACTORY  SUSPICIOUS  UUS LT 1 3F‘ C 


Unchlor inate d 
Gh] orinated 


12 

10 


9 

10 


MOV!  .BLE  DWELT, TTVTGS  . 


Two  moveable  dwellings  on 
during  the  year  and  removed  as 
Ho  sites  were  liccnge-d  during 


unl  iconsod  sites  were  discovered 
a result  of  informal  action, 

the  yoar. 


August,  1951. 


L.  J.  ROLL. 

Sanitary  Inspector  & Surveyor. 
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